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GENERAL NOTES 


1. DISTANCES ARE TO FACE OF CURB OR FACE OF BUILDING UNLESS OTHERWISE NOTED. 

2. CURB RADII ARE 3’ UNl.ESS OTHERWISE NOTED. 

3. CURBING IS PRECAST CONCRETE CURB (PCC) UNLESS OTHERWISE NOTED. 

4. PARKING SPACES ARE 9* X 18' 

5. PAVEMENT MARKINGS SHALL BE THERMOPLASTIC. 

6 SNOW SHALL BE STORED WHERE NOTED (SS). WHEN SNOW STORAGE AREAS ARE 
EXCEEDED, SNOW SHALL BE REMOVED FROM SITE AND DISPOSED OF LEGALLY. 

7. WALKWAYS SHALL BE CONCRETE UNLESS OTHERWISE NOTED. 

8. RESOURCE AREAS SHOWN ARE BASED ON A 2009 WETLANDS DELINEATION. 
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GARAGE AND PARKING PLANS 































































































































































































































































































TYPICAL FLOOR PLAN (LEVELS 2-4) 
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■ Oaktree Development LLC 

84 Sherman St, Cambridge, MA 02138 
p: 617.491.9100 f: 617.491.6004 


THORNDIKE PLACE 
Arlington, MA 


12.15.2014 
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